
158—Interior of Temporary Passenger Terminal 
Atlanta Municipal Airport, Atlanta, Ga. 












NEWS CO., ATLANTA, GA. 


Atlanta's Temporary Passenger Terminal. 
The ticket counter, 200 feet in length, is the 
world's longest. The spacious lobby, women's 
lounge, snack bar, barber shop, gift shop, 
observation platform and covered walkways 
provide all passenger comforts. "The Peach¬ 
tree Room", newest in the chain of famous 
Dobbs House Restaurants, offers 24 hour ser¬ 
vice. 
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